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APPENDIX B 


Gross total hours available per man per year 2080 hrs, 


Amount of annual and sick leave and holidays 
per man per year hrs. 


Amount of NET total hours available 
per man per year 18 hrs 


Amount of annual and sick leave and holidays 


for 6-man staff per year 1470 hrs, 
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